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IAS/MSD 74/74 
30 April 1 974 


MEMORANDUM FOR: Director, Imagery Analysis Service 

SUBJECT : Watergate - Agency Review Conducted by the 

Missile Systems Division, IAS 


1. The Missile Systems Division can certify that each Division 
member has been contacted concerning reviewing his files to assure 
they contain no "Watergate" related materials and reporting any 
contacts with individuals known or suspected to be involved in "Watergate" 
(See Attachment A). There are no newly discovered items in our files 

nor any persohal contacts involving division personnel during the 
period 20 January 1969 to 30 March 1974 to be reported. 

2. One Division member has already forwarded a memorandum that 
might be of interest in this review (See Attachment B). This item 
probably has no Watergate connotations. 

3. After conducting our Division review, we found no reason to 
contact any former employees. 


25X1 


Act 1 ng Chief, Missile Systems Divisi on 
Imagery Analysis Service 

Attachments : 

As Noted 

Distribution : 

1 - Addressee 
1 - IAS/MSD 
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IAS/AS - 40/74 
9 April 1974 


MEWDEANIXJM IOR: IAS Division Chiefs and Office Heads 
SUBJECT : Watergate - Agency File Review 


1. The attached irramoranduca from the Inspector General establishes 
guidelines for another review of personnel and files for information 
relating to "Watergate". 

2. All IAS personnel must read and understand this memorandum 
and certify 'that they have complied with the guidelines . Certification 
will be made by each person signing a signature sheet. 

3. The deadline for IAS completion of this review is 1 May 1974. 
Please direct all questions to the undersigned. 


Attachment: 

As stated 
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